OIL AND GAS FIELD SERVICES

13D-73

TABLE 7C.   Water Use   in the Industries, by Employment Size of Establishment: 1963-continued

Item
	Establish-
	Establishments with an average of-
						
	ments, , total
	Oto49 employees
	50 to 99 employees
	100 to 249 employees
	250 to 499 employees
	SOOto 999 employees
	1,000 to 2,499 employees
	2,500 employees and over


	Survey, Log, Cement Services Subindustry
							
Establishments, total ...................... number. .
 Reporting water use, total ..... , ........... do, ...
	268 117
 59 38 20
 113 3
 1
 11,138 10,731
 173,821 167,299
	259 110
 56 36 18
 108 2
 1,698 1.450
 23,681 24,056
	3 1
 1
 1 2
 159 (D)
 1,808
 L            CD)
	3
 3
 1
 1 1
 2
 1
 510
 510
 6,539 6,539
	-
	1 l
 1 1
 8,771 8,771
 141.793 141.793
	-
	2 2
 1 1
 1
 1
 (D) (D)
 (D) (D)

By source of water: Utility ................................ do. ...
								
Other than utility ..................... do. . . .
								
Source not specified ................... do. . . .
								
By quantity of water intake: Under 1 million gallons ................ do ....
								
1 to 9 million gallons ................. do. . . .
								
10 to 19 million gallons ............... do. . . .
								
20 to 99 million gallons ............... do. . . .
								
100 million gallons and over ........... do ....
								

								
At establishments reporting water use ...... do. ...
 Value added in mining ...................... $1,000. . Value added at establishments reporting water use ................................. do. . ..
								
Establishments , total ...................... number. .
								
	Miscellaneous Oil and Gas Field Services Subindustry
							
	2,735
 1,103
 294
 599 210
 1,070 23 4 3 3
 37,136 31,327
 324,208 161,499
	2,630 1,003
 263 540 200
 983 14 2
 1
 3
 21,321 23,573
 186,737 83,157
	72 68
 21 41 6
 66
 2
 4,891 (D)
 35,462 (D)
	23 22
 7 12 3
 17
 4
 1
 3,170 (D)
 23,667 (D)
	5 5
 2 2 1
 2 1 2
 7.754 7.754
 78.342
 78.342
	2 2
 2
 1 1
 (D) (D)
 (D) (D)
	3 3
 1 2
 1 1
 1
 (D)
 (D)
 (D) (D)
	.

Reporting water use, total ................. do.  .
								
By source of water: Utility ................................ do. . . .
								
Other than utility ..................... do. ...
								
Source not specified ................... do. . . ,
								
By quantity of water intake: Under 1 million gallons ................ do. . . .
								
1 to 9 million gallons ................. do. . . .
								
10 to 19 million gallons ............... do. . . .
								
20 to 99 million gallons ............... do. ...
								
100 million gallons and over ........... do....
								

								
Value added in mining ...................... $1,000. . Value added at establishments reporting water use ................................. do ....
								
- Represents zero.

(D) Withheld to avoid disclosure.    Data for this item are included in the underscored figures at the left.

lFor industries 1381 and 1382, includes figures for number of employees at separately reported central offices and related facilities which were not distributed
by size of establishment.

TABLE 8. General Statistics for Establishments Classified by Output per Man-Hour: 1963

(Not applicable for these industries)